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CONFiDEh,,. 

Equipaent Board ' r 
Agenda for Meeting No. 1 

BASE: Wednesday, 5 February 1958 

TIME j 1430 hours 

PLACE: Conference Room, 2035 I Building 



A. Old Business 


1. Approval of Minutes of Meeting Uuiaber 75 (CPL 8-001, 
14 January 1958) of the R&D Board. 

2. Revision of 1958 Budget. 

B. Hev Business 


1. Reconsideration of Visual Read-Out Device (0C-Cfiflr). 
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Presentation of an Automatic AC Voltage Regulator (oc-E). 
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